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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 117997 

17 

ORIGIN EB-07 

INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO CIAE-00 OTPE-OO FCC-02 

INR-07 NSAE-00 OC-05 USIA-15 COME-OO BIB-01 /050 R 

DRAFTED BY EB/TD:DANDERSON:SP 
APPROVED BY EB/TD:JJO'NEILL, JR. 

;SCG - MR. SPITZ 

116248 

R 202241Z MAY 75 
FM SECSTATE WASHDC 

TO GENTEL OSLO NORWAY TELEX 1 1203 (GENTEL N) 

UNCLAS STATE 1 17997 

E.O. 11652: N/A 
TAGS: ETEL, ITU, NO, US 

SUBJECT: COORDINATION OF ASSIGNMENT ON 100 KHZ FOR 
MINI-LORAN-C (PULSE-8). 

FROM HUFFCUTT, OFFICE OF INTERNATIONAL COMMUNICATIONS 
POLICY, DEPARTMENT OF STATE. PARAGRAPH ONE ECHO OF 
MY TELEX OF 14 MAY 1975 CONTAINS ERROR. FIRST PART 
SHOULD READ "THE PHASE CODING WILL BE EITHER ZERO 
DEG (PLUS) OR 180 DEG (MINUS) . . REGARDS. INGERSOLL 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: POLICIES, RADIO FREQUENCIES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 MAY 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 17997 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DANDERSON:SP 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 78-021 7 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750534/aaaabenr.tel 

Line Count: 42 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: SmithRJ 
Review Comment: n/a 
Review Content Flags: 

Review Date: 25 NOV 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <25 NOV 2003 by MaustMC>; APPROVED <13 JAN 2004 by SmithRJ> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: COORDINATION OF ASSIGNMENT ON 100 KHZ FOR MINI-LORAN-C (PULSE-8). 

TAGS: ETEL, NO, US, ITU 
To: OSLO 
Type: TE 
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